STYLE REF: PM104 ProMan’ 


STYLE NAM E: CHICAGO INDUSTRY DEFINING SAFETY FOOTWEAR 


SPECIFICATION: EN ISO 20345:2011 S3 SRC | UK 3-16 (WHOLE SIZES) | COLOUR: TAN 


PROTECTIVE TOECAP AND MIDSOLE, CHICAGO IS LIGHTWEIGHT AND DEVELOPED WITH PREMIUM MATERIALS 
INCLUDING AN ACTIV-STEP® SHOCK ABSORBING DUAL DENSITY PU OUTSOLE. 
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Upper Material 

Water repellent tan leather 

Protective Components 

Protective steel toecap and stainless steel anti-penetration midsole 
Lining Materials 

Moisture wicking breathable fur lining 

Scuff Cap and Outsole 

Shock absorbing dual density PU outsole 

Footbed 

Anti-fatigue EVA footbed 


SUBJECT TO CHANGE WITHOUT PRIOR NOTICE: 01/05/2021 


Find this product at https://www.rockfall.com/products/chicago/ 


Browse all products at https://www.rockfall.com/products 
PROUDLY MANUFACTURED BY ROCK FALL UK, MAJOR HOUSE, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS 


intertek 


Total Quality. Assured. 


EXAMINATION 


CERTIFICATE 


U K Manufacturer : ROCKFALL UK 


WIMSEY WAY, ALFRETON, DERBYSHIRE 


C A DES 41S. 


APPROVED BODY ABO362 _—«‘SSUe Date iia sania 

The safety footwear detailed Expiry Date : 24 May 2026 

herein meets the criteria of a UKCA AZ i 

Type Examination in accordance Certificate No. : LECFIO0382355 

with UK 2019 $1696 Schedule 35 

Regulation 38 EssenfalHealihianc Product Reference(s) : Rock Fall PM104 Chicago 

Safety Requirements (Annex I! of 

eed ý Description : Construction 7 Injection 
Toecap ; Steel Toecap 

This has been shown through Midsole : Steel Plate 

satisfactory testing to EN ISO Last ~ : 621# 

20345: 2011 and examination of Sole“ i PU /PU 

the Technical File Documentation. Mould , Climber#PU /PU 

ITS Testing Services (UK) Ltd. Test Report(s) : See technical file 

Centre Court Size Range : UK3-16 

Meridian Business Park Category — : S3 SRC 

Leicester, LE19 1WD 

United Kingdom 


Phone: +44 (0)116 263 0330 


_Date: __24/05/2021 


Certification Manager: 


ate: 24/05/2021 


For and on behalf of ITS Testing Services (UK) Limited 


intertek.com Registered in England No. 1408264 Registered Office: Academy Place, 1-9 Brook Street, Brentwood, Essex CM14 SNQ 

This certificate is for the exclusive use of Intertek’s Client and is provided pursuant to the Certification agreement between Intertek and its Client. Intertek’s responsibility and liability are 
limited to the terms and conditions of the agreement. Intertek assumes no liability to any party, other than to the Chent in accordance with the agreement, for any loss, expense or damage 
occasioned by the use of this Certificate. Only the client is authorized to permit copying or distribution of this Certificate and then only in its entirety. Use of Intertek's Certification mark is 
restricted to the conditions laid out in the agreement and in this Certificate. Any further use of the Intertek name for the sale or advertisement of the tested material, product or service must 
first be approved in writing by Intertek. 


AX®Rock Fall’ 


Rock Fall UK, Major House, 
Unit 1/3, Wimsey Way, 


UKCA DECLARATION OF CONFORMITY Alfretoń; Derbyshire: DESS 41S 
United Kingdom 


Tel: 01773 608616 
Email: sales@rockfall.com 
rockfall.com 


The manufacturer or his nominated representative established in the community; 
ROCK FALL UK LTD, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS, UNITED KINGDOM Declares that the 
PPE described hereafter; 


ROCK FALL PM104 Chicago 

Is in conformity with the provisions of PPE Regulation EU 2016/425, as brought into UK Law and 
amended, for Category Il and, where such is the case, with the national standard transposing 
the union harmonised standard no. EN ISO 20345:2011 


This declaration of conformity is issued under the sole responsibility of the manufacturer; 
ROCK FALL UK LTD, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS, UNITED KINGDOM 


Is identical to the PPE submitted to: ITS Testing Services (UK) Ltd, Centre Court, Meridian Business Park, 
Leicester, LE19 1WD, United Kingdom. Approved Body AB0362. who performed the UKCA type 
examination (Module B) and issued the UKCA type -examination certificate: LECF100382355 


The PPE is subject to the procedure set out in Module C of the PPE Regulation EU 

2016/425, as brought into UK Law and amended, under the supervision of the notified body: ITS Testing 
Services (UK) Ltd, Centre Court, Meridian Business Park, Leicester, LE19 1WD, United Kingdom. Approved 
Body AB0362. 


Signature: R iena Position: Director Date: 24/05/2021 


Rock Fall UK Limited Co Reg No: 03436704 | VAT Reg No: GB 706 1420 75. 
Registered in England and Wales, Registered Address: St. Helens House, King Street, Derby, DE1 3EE 


EU TYPE 


CE 


APPROVED BODY 2575 

The PPE detailed herein the criteria of 
an EU Type Examination in 
accordance with Annex V, including 
the applicable clauses of the Essential 
Health and Safety Requirements of 
the PPE Regulation EU 2016/425, for 
the category II followed by conformity 
to type based on internal production 
control (module C) set out in Annex 
Vi. 

Following an EU Declaration of 
Product Conformity you are hereby 
licensed to mark the product(s) 
detailed in accordance with Article 17 
of the PPE Regulation EU 2016/425. 


VALIDITY OF CERTIFICATE 


This certificate will cease its validity at 
any time if needed, in particular if 
changes in the manufacturing 
process, in the raw materials or in 
PPE components will occur. 


INTERTEK ITALIA SpA 

Via Miglioli, 2/A 

Cernusco sul Naviglio (MI), Italy 
T: +39 02 95383833 

F: +39 02 95383832 


ACCREDIA XN, 


L'ENTE ITALIANO DI ACCREDITAMENTO 


PRD N° 277B 


Membro degli Accordi di Mutuo 
Riconoscimento EA, IAF e ILAC 


Signatory of EA, IAF and ILAC 
Mutual Recognition Agreements 


Nntertek 


Total Quality. Assured. 


Manufacturer: Rock Fall UK 

Address: Wimsey Way, Alfreton, Derbyshire Dess 4LS, United Kingdom 

Authorised Representative: - 

Address: - 

Certificate No.:ITASLNB21000221 

Category Product: II 

Trade Name (Model/Product Reference):Chicago 

Article: PM104 

Product type: SAFETY FOOTWEAR 

Reference(s) Standard: EN ISO 20345:2011 

Description: 

Proman - Safety Boot. Construction: Injection; Toecap: Steel Toecap; Midsole: Steel Plate; Last: 
621#; Sole: PU/PU; Mould: Climber #PU/PU; Size Range: UK 3-16; Category: S3 SRC. 


This has been shown through satisfactory testing to: EN ISO 20345:2011 
Examination of the Technical File Documentation, No:RockFall PM104 Chicago - Rev.03 24/03/2021 


Test Report no. See Technical File 


Remark: 


Note: 


Issue Date 27/04/2021 
Expiry Date 26/04/2026 


Issued at: Lastra a Signa (FI) 
Elena Ruffino 


\ 


General Manager 


For and on behalf of INTERTEK ITALIA Spa 


This certificate shall be issued on the following conditions: 

1. This certificate refers only to the samples tested and submitted to the tests and assessments by the Body 

2. The issue of the certificate does not imply that the Notified Body has carried out any surveillance or control of the 
manufacture. 

3. The applicant shall ascertain that the manufacturing process ensures the products conformity with the approved samples 
as required by Regulation (EU) 2016/425 


This Certificate is for the exclusive use of Intertek's client and is provided pursuant to the agreement between Intertek and its Client. 
Intertek's responsibility and liability are limited to the terms and conditions of the agreement. Intertek assumes no liability to any 


party, other than to the Client in accordance with the agreement, for any loss, expense or damage occasioned by the use of this 
Certificate. Only the Client is authorized to permit copying or distribution of this Certificate and then only in its entirety. Any use of the 


Intertek name or one of its marks for the sale or advertisement of the tested material, product or service must first be approved in 


writing by Intertek. 


Intertek Italia S.p.A. Via Miglioli, 2/A - 20063 Cernusco sul Naviglio, Milano — Italy 
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AX®Rock Fall’ 


Rock Fall UK, Major House, 
Unit 1/3, Wimsey Way, 
Alfreton, Derbyshire, DE55 4LS 
United Kingdom 

Tel: 01773 608616 

Email: sales@rockfall.com 
rockfall.com 


EU DECLARATION OF CONFORMITY 


The manufacturer or his nominated representative established in the community; 
ROCK FALL UK LTD, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS, UNITED KINGDOM 
Declares that the PPE described hereafter; 


ROCK FALL PM104 Chicago Rigger Boot 

Is in conformity with the provisions of PPE Regulation EU 2016/425 for Category II and, 
where such is the case, with the national standard transposing the union 
harmonised standard no. EN ISO 20345:2011 


This declaration of conformity is issued under the sole responsibility of the manufacturer; 
ROCK FALL UK LTD, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS, UNITED KINGDOM 


Is identical to the PPE submitted to: INTERTEK ITALIA SpA, Via Miglioli, 2/A, Cernusco sul 
Naviglio (MI), Italy. Notified Body 2575. who performed the Eu type examination (Module 
B) and issued the EU type -examination certificate: ITASLNB21000221 


The PPE is subject to the procedure set out in Module C of the PPE Regulation EU 


2016/425 under the supervision of the notified body: 


INTERTEK ITALIA SpA, Via Miglioli, 2/A, Cernusco sul Naviglio (MI), Italy. Notified Body 
2575. 


M koon 


Signature: Position: Director Date: 27/04/2021 


Rock Fall UK Limited Co Reg No: 03436704 | VAT Reg No: GB 706 1420 75. 
Registered in England and Wales, Registered Address: St. Helens House, King Street, Derby, DE1 3EE 


